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इस भाग में मिल पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be filled 

as a separate compilation . 


- - - 


MINISTRY OF COMMERCE 

NOTIFICATION 

Nexo Delhi , the 23rd August, 1966 
S . O . 2606 – In rursuance of rule 7 of the Export of Cast Iron Manhole Covers and Frames 
(Inspection ) Rules, 1966 , the Central Government hereby appoints the persons mentioned in 
column ( 2 ) of tłię Table given below , as the panel of experts for the purpose of hearing appeals 
under the said rules against the decision of the Inspection Agencies carrying out inspection in the 
areas mentioned in the corresponding entry in column" ( 1) thereof : 


Provided that where a member of any of the said panels is personally interested in the subject 
matter of any appeal, he shall not take part in the procecdings relating to that appeal. 


THE TABLE 


- 


- 


- 


- - - 


Authority against whose decision appeal lies 


Personas constituting the panel of experts to 

which appeal lies 


(2 ) 


I . Inspection Agencies carrying out inspection in 1 . The Director . . ... . . . . Chairman 

the areas covered by the States of Assam , " (ex - officio ). 
West Bengal, Bihar , Orissa and Nagaland and 7 National Test House , IT / 1, Judges Court , 
the Union territories ofManipur and Tripura y Road Alipore , Calcutta - 27 . 
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2 . The Director of Inspection (ex -officiu ), 

. . . . . . Vice - Chairman Calcutta Inspection 
Circle , Department of Supply and Techni 
cal Development, Directorate General 
of Supplies and Disposals , l , Ganesh 

Chandra Avenue, Calcutta - 13 
3 . The Director ( ex - officio ), Indian Staj 

dards Institution (Calcutta Branch Office ), 
5 . Chowringhee Approach (3rd floor ), 

Calcutta - 13 . 
4 . Shri A . K . Dutt, Production Engincer 

M / H . Guçst, Keçn , Williams Ltd ., 97 

Andui Road , Shalimar, Howrah . 
5 . Shri K , K , Nathani, M /s. Structural 

Enginçering , 36 , Theatre Road , 

Calcutta - 16 , 
6 . Shri Gopal Chundra Sen , Professor- in 

charge , Mechanical Engineering Depart 

ment, Jadavpur University , Calcutta - 32 . 
7 . Shri A . N .Mukherjce, M /s . D . N . Şingha 

& Co., 31 , C . I. T . Road , Calcutta - 14 . 
8 . The Deputy Director Engineering), 

( ex - officio ), . . . . . . . . . . . . . . . . . , Convener 
Export Inspection Council of India , 14 / 1- B , 
Ezra Street ( 7th floor ), Calcutta - 1 . 


If. Inspcction Agencies carrying out inspection 1. The Director of Inspection ( Ex - officio ) 
in the arcas covered by the States of Maha 

. . . . Chairman Bombay 
rashtra , Gujarat , Madhya Pradesh and the Inypection Circle , Department of Supply 
Union territory of Gou . 

and Technical Developmcnt, Directoralo 
General of Supplies & Disposals , Aayakar 
Bhawani Annexe , New Marine Lincs , 
Bombay- I, 
2 . The Director ( ex - officio ), . . . . . . . . Vice 

Chairman Indian Standards Institution 
(Bombay Branch Office ), Bombay Mutua 

Terrace, Sandhrust Bridge, Bombay -7 . 
3 . Dr. B . V .Bhoota , M /s . Dort Oliver Inter 

national, I6 , Quçens Road Estate , 

Bombay - I . 
4 . Shri II. C . Putel, Head of Mechanical 

Engineering Department, Victoria Jubilee 

Technical Institute Matunga , Bombay - 19 . 
5 . Shri B . G , Aher, Switchgear Division 

M / s. Larsch & Toubro Ltd ., Powai, North 

Kurla , Bombay - 70 . 
6 . Deputy Director ( ex -officio ) . . . . . . 

Convener Export Inspection Council of 
India , Bombay Regional Oifice, C / o , 
Harchandrai House ( Ist - floor), 81 
Queen s Road , Bombay- 2 , 


III, Inspection Agencies carrying out inspection 

in the areas covered by the States of Punjab , 
Uttar Pradesh , Rajasthan , and Jammu and 
Kashmir und the Union territory of Himachal 
Pradesh . 


1. The Director of Inspection ( ex -officio ). . . 
Chairman Northern Inspection Circle , 
Department of Supply and Technical 
Development, Directorate General of 
Supplies and Disposals , New Delhi. 
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2 . The Director (Marks) (Ex- officio ) . . . . . . 

Vice - Chairman Indian Standards Insų ( il 
tion (Headquarters ) Manak Bhavan , 9 . 

Bahadur Shah Zafar Mary , New Delhi- 1 , 
3 . Shri S . S . Gill , Technical Expert ( Pru 

duction Engincer ), Directorate of Indus 
Lrics, Punjab , 30- Bay Buildings, Sertor - 17 , 
Chandigarh - 2 , 


4 . Shri B . M . S . Chopra , Deputy Director 

( Technical), Directorate of Industricy , 
Punjab , 30 - Bay Buildings , Sector- 17 , 

Chandigarh - 2 . 
5 . Shri Brij Mohan Lall, M /s . Hero Cycle 

Industries , 698 , Industrial Area - B , 

Ludhiana - 3 . 
6 . Shri G . D . Joglekar , Scientist Incharge, 

Industrial Physics Division , National 
Physical Laboratory , Hillside Road , New 
Delhi- 12 . 
7 . Shri J . R . Bimbruhw , Head of theMehani 

al Engineering Department, Delhi College 

of Engineering , Kashmeri Gate, Delhi- 6 . 
8 . Shri L .R . Mugo , Managing Director, 

Punjab Export C poration , Chandigarh , 

Punjab . 
9 . Shri K , Manivannan . . . . . . . . Convcner 

Senior Chemical Engineer , Shri Ram 
Institute fo . Industrial Research , Post Box 
No. 1458 , 19 , University Road , Delhi- 7 . 


IV . Inspection Agencies carrying out inspection 

in the areas covered by the States of Madras, 
Andhra Pradesh , Mysore and Kerala . 


1 . The Director of Inspection (ex -officiu ) . . 
Chairman Madras Inspection Circle, De 
partment of Supply and Technical De 
velopment, Directoratc General of 
Supplies and Disposals, 18 - A , Woody 

Road , Madras - 2 . 
2 . Dr. E .G , Ramachandran . , Vice -Chairman , 

Head of the Departincnt of Metallurgy, 
lodian Institute of Technology, I. I. T . P . O . 

Madras - 36 . 
3 . Shri A . R . Narayana Rao , Managing , 

Director, M /8 . Hivelm Industries Pvt. Ltd ., 
A - 5 & 6 , Industrial Estate , Guindy, 
Madrus - 32 . 
4 . Shri R , Ranganathan , Technical Manager , 
* M / . India Pistony Limited , I lazur Gardens, 

Sembjan , Madras - Il . 
5 . Shri M . S . Rajagopalan , Manager, Relay 
and Control Panel Division , M /s. English 
Electric Co . of India Ltd . , Post Box No, 

2392 , Pallavaram , Madras -27. 
6 . Director ( ex - officio ), Export Inspection 

Agency , Madras , C /o The Regional State 

Trading Corporation , P . B . No. 456, 123 , 
Mount Road , Mudras- 6 . 
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7 . Deputy Director (Incharge), (ex -officio ). . 

Convener Indian Standards Institution 
(Madras Branch Office ), 54, General 
Patters Road , Madras - 2 . 


2 . The quorum of the panel shall be three . 


[No, 60 ( 125) Exp . Ins/65.] 
( A . C . RANERJEE ), Jt. Secy. 
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